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AIRW RTHINESS NOTICE 


No. 87 
_ Issue, 


~ * 16th May, 1977. 


RENEWAL OF THE VALIDITY OF CERTIFICATES 
OF AIRWORTHINESS FOR AIRCRAFT NOT 
EXCEEDING 2730 kg MTWA FOR PRIVATE USE 


introduction 


1.1 In preparation for new procedures for the certification 
and maintenance of aircraft not exceeding 2730 kg MTWA, 
which are expected to be introduced in 1978, the CAA is 
prepared, from the date of this Notice, to accept, at the 
request of the applicant and as an alternative fo normal 
C of A renewal procedure for aircraft for private use only, 
an application for the renewal of the validity of the current 
Certificate of Airworthiness (C of A) for a period’ of one 
year only without involvement by members of the staff of the 
Authority in normal survey action. ” 


1.2 The prodecure, which allows for the C of A to be renewed 
for one period of 12 months on condition that the aircraft is 
used for purposes other than Public Transport or Aerial Work, 
is applicable only to aircraft which comply with (a) to (e). 
(a) Maximum Total Weight Authorised not exceeding 

2730 kg. 
(b) Classified in General Purpose or Special Category. 
(c) Current C of A valid for 2 years. 
(d) Maintained to 4n Approved Maintenance Schedule. 
(e) All scheduled maintenance completed. 


1.3 In addition, the period of 48 months for the scheduled 
removal of radio equipment installed in such aircraft may be 
extended for these 12 months. 


Procedure : 

2.1 Owners/operators of aircraft which comply with 1.2 and 
who wish to take advantage of this procedure should comply 
with paras 2.2, 2.3 and 2.4. 

2.2 Form AD 200, accompanied by 50% of the appropriate 


1 


two year statutory fee and endorsed under the Form title “Jn 
accordance with Airworthiness Notice No. 87”, should be 
completed and forwarded to the Civil Aviation Authority, 
Airworthiness Division, Brabazon House, Redhill, Surrey 
RH1 1S8Q. 


"NOTE: Such applications should not be submitted sooner than thirty 
days preceding the date of C of A expiry. 


2.3 In return the applicant will receive a form entitled 
“Maintenance Schedule Compliance Statement”. This form 
requires the listing of all Maintenance Checks since the last 
renewal of the Certificate of Airworthiness required by the 
maintenance schedule specified on the C of A, together with a 
statement that the maintenance is up to date. This statement 
is to be signed and dated by a person appropriately licensed 
in Category .A, qualifying under Article 10(3)(a) of the Air 
Navigation Order 1976. 


2.4 The following should then be sent to the office of the 
CAA in the area in which the aircraft is currently maintained : 


(a) The Certificate of Airworthiness. 
(b) The aircraft logbook. 


(c) The Maintenance Schedule Compliance Statement, 
completed and signed. 


2.5 Upon receipt of the documents stated in paragraph 2.4, 
the C of A will be renewed for a period of 12 months and will 
be endorsed with a Condition prohibiting the operation of the 
aircraft for the purposes of Public Transport or Aerial Work. 


NOTE: Airworthiness Notice No. 35, Issue 8, prescribes a procedure for 
a further extension to the manufacturer’s recommended overhaul period 
of engines installed in light aircraft. 


for the Civil Aviation Authority. 
Airworthiness Division, 
Brabazon House, 
Redhill, Surrey RH1 1SQ. 








